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COVID-19 Test Result Certificate by Real-Time PCR 


Dear Customer, 


Based on the laboratory results, the laboratory 
confirms that the person in this report does not 
currently have an active COVID-19 infection. The 
information and data provided and contained in this 


report are complete and accurate. 
Sample ID 
Passport No. 
National Id/Igama 
HESN ID 
Full Name 


Nationality 


Test Results 
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452825698 
A28193025 


MOHAMED HAMAD ATTIA ABDELGAWAD 
Egyptian 


Not Detected, test result is ( 


Negative 





Test Date 
Result Date 


Reviewed by: 


OW 


Dr. Saad Elghamdy 





Scan the QR to electronically check the report 


Make sure the data on the report matches with 
the Passport 
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Accredited by Saudi Ministry of Health 
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